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Laser adsorption 
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Average Concentration 
NIOSH 5040: 653 |ig/m 3 EC 

EC monitor: 704 jig/m 3 EC 



A worker can control own exposure 
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• Blasters in a stone mine that cannot work in 

enclosed cab 

• set location to blast in low DPM concentrations 



